From: 

Sent: 

To: 


DiNatale, Margaret (DPH) 

Wednesday, April 14, 2010 9:05 AM 

'Nagle, Austin (DPH)'; Alfonso, Felipe (DPH); Belanger, Peter (DPH); Borne, Alan (DPH); 
Caloggero, Dina (DPH); Chen, Karen (DPH); Clemmer, Jill (DPH); Elvin, Paul (DPH); 
Gauthier, Cheryl (DPH); Han, Linda (DPH); Hennigan, Scott (DPH); Holland, James 
(DPH); Jacobsen, Patricia (DPH); Jenner, Jennifer (DPH); Kazianis, Arthur (DPH); 
Konomi, Raimond (DPH); Krumholz, Glenn (DPH); Nassif, Julianne (DPH); O'Brien, 
Elisabeth (DPH); Rubin, Alan (DPH); Salemi, Charles (DPH); Servizio, Paul (DPH); Smole, 
Sandra (DPH); Stiles, Tracy (DPH); Swanson, Tanya (DPH); Wang, Xingtai (DPH) 

Cc: DiNatale, Margaret (DPH) 

Subject: centrifuge maintenance schedule 

Attachments: april 13Centrifuge maintenance schedule.doc 

Hi everyone, 

Attached is a copy of the schedule for maintenance of the centrifuges. Austin will be covering for me today, as I need to 
leave the building some a period of time today. 

As usual, please bring the service representative to the next room on the schedule. 

Thanks for your help, 

Peggy DiNatale 
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